RE:  RE:  Free  Advertising  Opportunity  with  CCA  a... 


Subject:  RE:  RE:  Free  Advertising  Opportunity  with  CCA  and  the  Dreams 
Magazine<NGriffin@downtownla.com>,  Suzanne  Holley  CCA 
<sholley@ccala.org> 

From:  "Nhien  Lasky"  <NLasky@ccala.org> 

Date:  08/29/2016  09:50  AM 

To:  "blair@hdlabid.com"  <blair@hdlabid.com>,  "George  Yu" 
<geoyu28@aol.com> 

Hi  everyone,  just  checking  back  on  this....  Can  you  let  me  know  if  you're  interested  in 
taking  the  ad  opportunity  so  we  can  inform  the  publication?  Thanks  very  much. 

Nhien 

cid:image0( 

Nhien  Lasky 

Director  of  Business  Development  &  Marketing 
626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7531  I  fax:(213)624-0858 
NLaskv@ccala.org 

ccala.org 


From:  Nhien  Lasky 

Sent:  Tuesday,  August  23,  2016  4:19  PM 

To:  blair@hdlabid.com;  Jessica  Lall  (jessica@southpark.la);  'George  Yu1; 

'Miguel@artsdistrictla.org';  'jkumamoto@aol.com';  'rena@fashiondistrict.org' 

Cc:  Henna  Sherzai;  Nick  Griffin;  Suzanne  Holley  CCA 

Subject:  Free  Advertising  Opportunity  with  CCA  and  the  Dreams  Magazine 
Hello  everyone, 

The  Dreams  Magazine,  published  by  Steve  Tobia,  is  giving  CCA  a  special  14-page 
advertising  opportunity  that  would  appear  in  their  October  issue  focused  on  innovation. 
CCA  and  the  DCBID  will  use  several  pages  of  this  promotion,  and  we  would  like  to  offer 
each  of  the  BIDs  a  full  page  ad  as  part  of  this  package. 

The  magazine  is  distributed  to  50,000  recipients  around  DTLA  and  the  San  Gabriel  Valley 
areas,  and  below  is  the  final  draft  cover  for  their  "L.A.  Innovation"  issue.  If  you  would 
like  to  participate  in  this  program,  please  provide  your  press  ready  art  files  to  me  by 

noon  on  Thursday,  September  15. 

Let  me  know  if  you  have  any  questions  and  thank  so  much  for  your  partnership. 

Nhien 
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cid:X.MAl.1471369009@aol.com 
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Nhien  Lasky 

Director  of  Business  Development  &  Marketing 
626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7531  I  fax:(213)  624-0858 
NLasky@ccala.org 

ccala.org 


—  imageOOl.png 


2  of  4 


03/16/2018  08:46  PM 


RE:  RE:  Free  Advertising  Opportunity  with  CCA  a... 


CENTRAL  CITY 
ASSOCIATION 

OF  LOS  ANGELES 


image002.png 


image003.png 


image004.jpg 


3  of  4 


03/16/2018  08:46  PM 


RE:  RE:  Free  Advertising  Opportunity  with  CCA  a... 


LUXURY 

MAGAZINE 

it 


*1^5)  ttt 

nrp-T  ^inw  « 

xr?>*L3c ... 

I  .K 

*3»w^ 

»•  4t: 

iiwi;tn«s 


AEROSPACE  SPORTS  5  BQSCIENEE  ADVANCED  REAL  [STATE  INTERNAL  OMl 
&DHPNSI-  TNIPRIAINHtNl  &HTAIIH  ItChNOLOCY | DhVKCfMHIl  IR/.DT 

WORLD  TRADE  CENTER  LA  »  |_A24  »  CENTRAL  CITY  ASSOCIATION 


—Attachments: 


imageOOl.png 

15.4  KB 

image002.png 

1.0  KB 

image003.png 

951  bytes 

image004.jpg 

82.4  KB 

4  of  4 


03/16/2018  08:46  PM 


